
Dr. William W. Bates 
Dr. Ivor W. Hughes 
Dr. Preston H. Leake 
Dr. Hurray Senkus 
Dr. Alexander W. Spears 
Dr. Hlemut Wakeham 

Gentlemen: 

Attached is the list of brands being picked-up 
for Market Sample 13. Is is my understanding that the 
completion date is January 12, 1973. 

Yours truly. 


William L. Steele 

WLS/ps 

Enclosure 

cc: Dr. W. B. Bennett, Jr. 

Senator Earle C. Clements 
Mr. W. Brooks George 
Mr. Thomas W. Holley 
Mr. Horace R. Kornegay 
Mr. Frank E. Resnik 
Mr. Allan Topol 
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Source: https://www.industrydocuments.ucsf.edu/docs/ypnk0001 



